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SUBJECT: DAVID ROCKEFELLER VISIT TO BANGLADESH, PAKISTAN 
AND AFGHANISTAN 

REFS: (A) DACCA 4587 (B) ISLAMABAD 9607 (C) KABUL 6512 

1. FOR DACCA - INFORMATION CONTAINED REF A PASSED TO REED. 
WHILE PARTY DISAPPOINTED TO MISS CHANCE OF MEETING WITH 
SHEIKH MUJIB AND KAMAL HOSSAIN, THEY PLAN TO VISIT DACCA 
ACCORDING TO ORIGINAL SCHEDULE AND ARE CONFIDENT VISIT 
WILL BE USEFUL. 

2. FOR ISLAMABAD - ROCKEFELLER PARTY IS DELIGHTED TO 
ACCEPT OFFER OF DINNER AND INVITATION TO STAY AT 
AMBASSADOR'S GUEST HOUSE. SCHEDULE HAS NOW BEEN CHANGED 
AND PARTY WILL BE ARRIVING PAKISTAN ON 18TH. WILL IT BE 
POSSIBLE TO STAY AT GUEST HOUSE BOTH 18TH AND 19TH? 

PARTY UNDERSTANDS THAT AIRCRAFT ARRIVING FROM NEW DELHI 
MUST CLEAR GOP FORMALITIES AT LAHORE RATHER THAN 
ISLAMABAD. PLEASE INDICATE UHETHER THIS IS TRUE, AND IF 
SO WHETHER WAIVER IS POSSIBLE TO PERMIT DIRECT NEW DELHI/ 
ISLAMABAD FLIGHT. 
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3. FOR KABUL - PARTY ACCEPTS WITH PLEASURE DINNER 
INVITATION FOR 20TH. REED INFORMS US THAT INVITATION TO 
VISIT AFGHANISTAN WAS EXTENDED TO ROCKEFELLER OCTOBER 9 

BY DEPUTY FOREIGN MINISTER WAHF.F.D ABDULLAH. THEREFORE 
EMBASSY FOLLOW-UP EFFORTS SHOULD BE MADE AT FOREIGN 
MINISTRY. INGERSOLL 
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